84      THE TEMPERATURE-ENTROPY DIAGRAM.
expansion line may be wholly in (1)  the saturated, or (2) the superheated region, or (3) may pass from the
FIG. 36.
superheated to the saturated region.   That part of the diagram abed bounded by the liquid line, the adiabatic